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gun used in the assassination 
:,pf Sen. Robert F. Kennedy is fired 
by ballistics expert Patrick 
garland, in Los Angeles. The test is 
W&rtof a new probe into the slaying 
•itVhelp settle the question of wheth- 
more. than one gun was used in 
;.,t$e attack. 



